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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

001757 

P R 141607Z APR 75 
FM AMEMBASSY BONN 
TO USDOC WASHDC PRIORITY 
INFO USMISSION NATO BRUSSELS 
SECSTATE WASHDC 9375 

UNCLAS BONN 05985 

FOR BIC, OFFICE OF FOREIGN SALES, STUMP 

E.O. 11652: N/A 
TAGS: BEXP, NATO, GW 

SUBJ: TRADE OPPORTUNITIES - REPORTING OF NATO TENDER 
SPECIAL HANDLING 

REF: HARRIS/STUMP TELECON 041 175 

(1) NOTE: THE FOLLOWING IS A NATO INFRASTRUCTURE NOTICE 
OF INTENT FOR COMPETITIVE BIDDING AND IS ONE OF THREE 
SUCH NOTICES BEING SENT TO COMMERCE FOR SPECIAL HANDLING 
PER REF TELECON. NECESSARY APPLICATION FORMS HAVE BEEN 
SENT DIRECT TO STUMP VIA APO. IT IS URGENTLY REQUESTED 
THAT NAMES OF FIRMS DESIRING TO PARTICIPATE IN THIS 
BIDDING SHOULD BE CABLED TO BONN AS SOON AS KNOWN. 
APPLICATIONS AND DOCUMENT CONFIRMING PAYMENT OF FEES 
SHOULD BE SENT TO BUNDESAMT FUER GEWERBLICHE WIRTSCHAFT 
BY INTERESTED FIRMS AS SOON AS POSSIBLE AND MUST ARRIVE 
THERE BEFORE APRIL 25. FIRMS ARE ASKED TO SEND COPY OF 
APPLICATION TO AMERICAN EMBASSY, COMMERCIAL ATTACHE, BOX 
370, APO NEW YORK 09080 VIA AIRMAIL. 

(2) 1. 428/0 l/T-0020. 

2. 041475 

3. SPHARRIS 

4. 428 WEST GERMANY 

5. N 
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APPLICATION FORM (SEE (1) ABOVE) TO BUNDESAMT 
FUER GEWERBLICHE WIRTSCHAFT, 6 FRANKFURT/MAIN, BOCKEN- 
HEIMER LANDSTRASSE 38, POSTFACH 2411, TOGETHER WITH RE- 
CEIPT OR OTHER DOCUMENT COVERING REMITTANCE OF DEUTSCHE 
MARK 450 FOR COST OF DOUBLE SET OF TENDER DOCUMENTS IN 
ACCORDANCE WITH PARAGRAPH 5(1) AND (2) OF NOTICE OF 
INTENT. 

6B. NOT APPLICABLE 
6C. BAUAMT 
65 TRIER 

TESSENOWSTRASSE 6 
PHONE 0651-31001 

7. ICB 68-30-31-01(7)75 

8. 042575 

9. 202 

10. 1542XXX-7000 CONSTRUCTION OF NATO FACILITIES: 

AIRCRAFT SHELTERS, 17 EACH; AIRFIELD PAVEMENTS, 

16,000 SQUARE METER; 1 DOUBLE POL TRUCK SHELTER; 695 
SQUARE METER AMMO STORAGE; TOTAL VALUE: US DOLLARS 
7,909,200; PERIOD OF PERFORMANCE 070175 TO 123176. 

ALTHOUGH INTENDED AS A WHOLE. TENDER CALL MAY PROVIDE 
FOR SUB-DIVISION INTO SEPARATE LOTS. 

1 1 . CONCERNING SPECIFICATIONS SEE NOTICE OF IN- 
TENT AIRMAILED SEPARATELY ACCORDING TO PARA. (1) ABOVE. 
HILT .F.NBR AND 
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